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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 179411 

62 

ORIGIN AEC- 11 

INFO OCT-01 10-13 ISO-00 SCI-06 PA-03 PRS-01 USIA-15 OIC-04 
CIAE-00 lNR-10 NSAE-00 RSC-01 /065 R 
66631 

DRAFTED BY:DIP:USAEC:JAMMONS 
APPROVED BY:IO/SCT:RKENT 
D/DIP/T IS AFC: ASFRIFDM AN 
SCI/AE:H DANIEL BREWSTER 

055192 

R 1021 12Z SEP 73 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 179411 

E.O. 11652: N/A 
TAGS: IAEA, TECH 

SUBJ: IAEA 17TH GENERAL CONEERENCE PRESS MEETING BY 
U.S. DELEGATE 

1. AEC APPRECIATES INFORMATION PROVIDED PORTER-KENT 
SEPTEMBER 5 TELECON RE POSSIBLE PRESS INTERVIEW FOR 
USAEC CHAIRMAN RAY DURING GENERAL CONFERENCE. PRIOR 
RECEIPT THIS INFORMATION, CHAIRMAN RAY HAD EXPRESSED 
TENTATIVE INTEREST IN INFORMAL MEETING WITH LIMITED 
NUMBER NEWSMEN AS SUGGESTED BY BRUNENKANT TO HARRIS. 

AS SCHEDULE STILL BEING DEVELOPED, AEC PROPOSES TIME 

OR DATE, IF INTERVIEW HELD, BE ARRANGED AETER CHAIRMAN'S 
ARRIVAL. AEC BELIEVES PUBLIC INEORMATION SUPPORT AVAIL- 
ABLE VIENNA ADEQUATE FOR U.S. DELEGATION AND NO AEC 
SUPPORT (JOHN HARRIS) WILL BE PROVIDED. MISSION MAY 
WISH ADVISE BRUNENKANT ABOVE. 

2. MISSION REQUESTED DISCUSS WITH USISWIENNA APPROPRIATENESS 
REPRESENTATIVES TO BE INVITED IN EVENT LATER DECISION MADE HOLD 
INTERVIEW. RUSH 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 SEP 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE17941 1 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DIP:USAEC:JAMMONS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9730945/aaaabgqk.tel 

Line Count: 52 
Locator: TEXT ON-LINE 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28-Dec-2001 by maustmo; APPROVED <06 MAR 2002 by smithrj> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA 17TH GENERAL CONFERENCE PRESS MEETING BY U.S. DELEGATE 
TAGS: TECH, IAEA 
To: IAEA VIENNA 
Type: TE 
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